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23RD AUGUST, 1894.
At   7.30 a.m. strong solution is pumped on .       .        5 tons
Total strong solution     .       .      70 tons
At   1.50 p.m. weak solution is pumped on   .       .        7 tons
„    7-15   »           »           »           ,*                          7   »
„     1.25 a.m.       '„           „           „                          7   ,,
Total weak solution       .       .      21 tons
24TH AUGUST, i8<)4.
At   7.30 a.m. water wash is pumped on       .       .       6 tons
„     1.50 p.m.        „           „           ,,                          5   „
Total water wash .        .       .11 tons
The tailings are then leached dry and  discharged in the morning of the 25th of August.
It takes, therefore, five and a-half clays to leach and filter one tank, and the solutions consists of
T. Alkaline wash.....        to tons
2.  Strong solution       .        .        .        .        .       70   ,,
3.  Weak solution.....       21   ,,
Total quantity of solution    .     lor tons This is by working the Siemens and Halske process.                                               5   ,,
